CERTIFICATE OF EXISTING DECISION 


Date of Certificate: 


27 July 2006 


The publication, being a Computer Image File Printout entitled: 660205y-med.jpg 


submitted on: 


06 June 2006 


by: 


The District Court at Auckland 


has now been examined by the Classification Office. It is identical in content to a publication previously 
examined by the Classification Office (Reference Number 9901233), and classified "objectionable" under 
The Films, Videos, and Publications Classification Act (1993). The Classification Office certifies that this 
decision is still in force. 


Previous decision in force: Objectionable 


Descriptive Note: 

Not Applicable 

Display Conditions: 

Not Applicable 

A certified copy of the entry of that decision in the Register of Classification Decisions is attached. 


Date: 27 July 2006 


For the Classification Office (signed): 


OFLCRef: 601273 


xv-1002 



